

SHERIDAN HILLS MOTEL 

6302 E. 11th Street 
Phones: TE 5-1581 — LD 664 
Tulsa, Oklahoma 


U. S. Highway 66, East edge of Tulsa 
Refrigerated Air-Automatic Heat — Tile Baths 
Phones — TV's and Radios 

HOME OF GLASS-ENCLOSED HEATED SWIMMING POOL 
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